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How Do I Deal With The Gmail Login Issues For 
Accounts? 


It’s been many years since I’ve had a Gmail account and have had to face various issues 
in my journey up to this point. However, I cannot imagine my life sans the Google 
product. It’s because I find it easy to use. I have Yahoo and Outlook accounts, but they 


will never break the bonds we (Gmail and myself) are bound by. 


However, if I speak about the issues lve encountered when using Gmail there are a 
myriad of issues that range from minor to major , but each time I’ve discovered a 
solution. So far, I’ve written a number of useful blog posts on Gmail problems. In this 


post, I’ve addressed one of the biggest issues with the well-known email provider. 
What Is The Reason The Gmail Isn’t Working? Or Is Gmail Down? 


This is the primary issue for every Gmail user. Gmail might not function due to a variety 


of reasons, and Ill go over each one of them. 


Although it’s not rocket science I’ve provided the steps necessary to ensure an effective 
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login to the Gmail account. 


e Start a browser on your device, like Chrome, Firefox and so on. Within the address 
bar you can type gmail.com to access the official website of Gmail Click on “Sign in” 


in the upper right-hand corner. 


e The new window will be opened and you'll be taken to your Gmail login page. Input 
the address of your email or telephone number that is associated with your Gmail 


account, then click ‘Next’. 


e Next, you must enter the password and then click “Next”. 


Gmail account. 


In reality, it’s not but sometimes that’s where the story really starts. What happens if 
Gmail login failed on the first attempt? Sure, you'll try to try again, but what if it fails 
also? 


There are many factors that cause Gmail login issues. I’ve outlined a few of these: 
e There is an Gmail issue 
e The incorrect username or password 
e I’m getting a blank login screen 
e Gmail Won't Load 
e Network related issue 
e Receiving error messages when signing in 
e The browser is packed with junk 


Problems with login to Gmail accounts could be due to the mentioned reasons. 
Whatever the cause, be sure to use the correct troubleshooting procedure that is further 
described in this article. 


Troubleshooting Gmail Login Issues 


Utilize the troubleshooting tips provided to resolve the Gmail sign-in problem 


immediately: 
Verify The Internet Connection 


In the first place, the service you’re using must have adequate signal strength. If you’re 
unable to sign-in to Gmail Try connecting to a different network , or verify if you can 
perform other online activities or not. If the internet is functioning perfectly, then the 
issue might be on the Gmail side also. 


Check The Server 


If Gmail isn’t working properly it is possible that the servers are interrupted. There is 


also the possibility that Gmail is not functioning and in this situation, you should look 
at the server on your G Suite Dashboard page. Green indicates that there aren’t any 
issues, while an orange one suggests a disruption to service and a red one indicates an 
outage of service. If it’s showing a green indicator but you're still having an issue, it is 


recommended to call Gmail Support for that matter. 
Incorrect Username or Password 


This is the most frequent reason. You must be sure that you’ve made the correct login 


and password to the account you have created with your Gmail account. 
Forgotten Password or Hacked Account 


Another reason that people aren’t having the ability to log in to Gmail is that you’re 
unable to remember your password or your account was compromised. In this case, you 
have no recourse except to recover the password using the recovery data associated 


with your Gmail account. To recover your Gmail Password, here are the steps to follow: 
e The first step is to visit the sign-in page of Gmail. 
e Enter the username of the Gmail account, and then click “Next”. 


e After that, click ‘Forgot Password’ Then click on ‘Forgot Password’ and Gmail will 
prompt for your last password you have in mind. You can also choose to try a 
different method’. 


e Google will notify you to your phone number, which is linked via your Gmail 
account. Follow the instructions provided or click on the option “Try Another Way’. 


e Enter the email address for the recovery to get the verification code. Enter the code, 
then press Next. 


e Create a new password. Then repeat it to confirm, click Next and you'll be signed in 


to Gmail. Gmail account. 
Locked Gmail Account 


If you’ve mistyped your password several times, you could be temporarily denied access 
to the Gmail account. Try logging back in after 12 hours and verify whether the account 
is unlocked. 


Clean the Browser 


In case your internet browser seems to be filled with junk, such as caches, cookies or 


history, it could cause a problem when getting the log-in page for Gmail. The solution is 


e Clear the cache 
e Clean the past 
e Remove the temporary files 
e If you require it. 
Check Server Settings 


A few people log in using email client software but don’t make use of the browser. They 
must enter the correct outgoing and incoming server settings if they are unable to sign 


in to Gmail. 
Temporarily Disable The Antivirus Or Firewall 


Try this, as the issue of logging in could occur due to the firewall or antivirus installed. 


Turn them off for a few minutes and then check to see if you are able to login. 
General Troubleshooting Tips 


e If you’ve recently updated your password, but not saved the changes in your 
browser, you might need to change your account’s autofill setting in your web 


browser or it will be using the old one. 


e Keep the recovery details of your Gmail account up to date otherwise you won’t be 


able to access your account if you forget the password. 


e Switch off Add-ons or browser extensions in order to make sure they aren’t causing 
any problems. Alternatively, you can use Gmail in incognito mode, with no 


extensions on. 


You Aren’t Able To Sign Into Your Google Account? Gmail Help Center At Your 


Service 


If you are in need to resolve the Gmail issue, contact Google to get help. This is what 


you must do: 


e Visit the Gmail Help Center and you will find a variety of problems that have been 
addressed in various articles. From the issues, select ‘Can’t sign into the Google 


Account’. 


e On the next screen On the next page, you'll be asked to provide the specifics of the 
login issue that you encounter. 


e Select the checkbox to the problem you're facing and you'll be presented with steps 
to address the issue. In my case, I picked the first checkbox for “You have forgotten 


your password’, and you can see the solution. 


If you guys want detailed information about gmail login issues. Then contact our 
Technical Support Service. 
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